LIFE OF GURU AMAR DAS          143

straight and very beautiful with his own hands after
great exertion. The Guru replied, ' No doubt thou
hast laboured hard, but the platform is not to my
satisfaction/ The Guru insisted on its demolition
and the erection of another in its place. Rama
consented and built the platform a second time. It
still failed to please the Guru. Rama after long
argument, threw it down again, but refused to build
it up a third time. He said, ' The Guru hath grown
old and his reason faileth him/ The Guru remarked,
' This man hath not true devotion ; how shall he
be worthy of the Guruship ? '

The Guru, on going to Jetha's platform, said,
' Jetha, I do not like this platform. Throw it down
and build another.' Jetha at once began to demolish
his work and build it anew. When it was finished,
the Guru said that he was not satisfied with that
either, and asked him to do the work over again.
Jetha consented and worked day and night till he
had completed the platform for the third time. The
Guru affected to find fault with it until it had been
demolished and rebuilt seven times. Jetha clasped
the Guru's feet and humbly addressed him: ' I am
a fool; pray have regard for thy duty to me as thy
son. I am erring and of mean understanding, while
thou possessest all knowledge.'

On hearing this the Guru smiled, embraced him,
and said, ' Obeying my order, seven times hast thou
built the platform, so seven generations of thine
shall sit on the Guru's throne.' Then turning
to the Sikhs the Guru said, ' I have now tested
the devotion of both my sons-in-law. You have
seen the result; that is why Jetha is dearer
to me. He is a perfect being who hath become
incarnate, and the world following him shall be
saved'. The Sikhs were astonished on witnessing
Jetha's marvellous devotion and obedience, and
began to recognize him as the image of the Guru.

Bibi Bhani after her marriage continued to attend